Unfortunately | got interference trying to send you this message so IWill 
repeat it here no significant reading on geiger no microwaveNo Eleanor 
reading.setting airfield to magnetic moderate reading.Setting electric to field 
pegged off scale as denoting field cycloneAnamoly for being ahead of the ufo 
motor 


